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I and II Threeestory brick buildings (quarters) 


Tit ¢ Quartering facilities, about 35 x 15 
meters 


1 Administration building, 18 x 12 meters 


Administration building, examinations for pilots 
were held on the third fioor 


3 administration, 120 x 12 meters, with small work- 
shops on the ground flaor and laboratories on the 
other two floors, direraft instruments were seen 
there, 4 Soviat general lived in the building, 


4 Administration building (Annex 4), HKadio sets and 
cameras were seen in one of the rooms. Large re= 
frigerators manufactured by the Richter Firm in 
Berlin were seen on the ground floor, 


49 Transformer station with cables leading to the 
refrigerators ; 


5 Administration building with an apprentice shop on 
the ground floor 


6 Kitehen and mess hall 


7 Sir conditioned house ("Klimahaus"),. The building 
was divided into two sections, A boller 2 meters 
in diameter and 4 to 5 meters long was installed 
‘in one section. Machines, connected with the boiler, 
were in the other section of the building and on 
the second floor, 


Boiler house, 25 x 15 x 15 meters 


co 


9 Llectric plant, 20 x 5 meters, not completely 
furnished, four doors 


10 Repair shop for gliders 
11 Wooden sheds 


12 Pfransformer station 
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